STYLE REF: RF210 © 
STYLE NAME: SWILL Rock Fall 


INDUSTRY DEFINING SAFETY FOOTWEAR 


SPECIFICATION: EN ISO 20345:2011 S5 M SRC | SIZE UK 7-13 (INC 10.5) | COLOUR: YELLOW 


PROTECTIVE TOECAP, MIDSOLE AND INTERNAL METATARSAL GUARD, SWILL IS DEVELOPED WITH 
PREMIUM MATERIALS INCLUDING A UNIQUE SPLIT AND CRACK RESISTANT PVC AND SHOCK 
ABSORBING VIRGIN PVC OUTSOLE. IT FEATURES A PROTECTIVE GUARD RATED TO 80Obar (or 117600 
PSI: 


METATARSAL 
PROTECTION 


TOE 
PROTECTION 


UNDER FOOT 
PROTECTION 


0000900600 


Upper Materials 
Waterproof Yellow PVC with protective guard rated to 800bar 


Protective Components 


Protective steel toecap, stainless steel anti-penetration midsole and internal metatarsal 
guard 


Lining Materials 
Mesh to PVC laminate lining 


Outsole 
Shock absorbing virgin PVC outsole 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/05/2021 


Find this product at https://www.rockfall.com/products/swill 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


PRO N* 01718 


LA B l A AT l A | f f Membro degli accordi di mutuo riconoscimento EA, IAF 
e ILAC 


Signatory of EA, IAF, LAC Mutual Recognition 
agreements 


According to the Regulation (EU) 2016/425 of the European Parliament and of the Council of 9 March 2016 
on personal protective equipment and repealing Council Directive 89/686/EEC 


A. N.C.I. Servizi s.r.l. a socio unico - sezione C.1.M.A.C. 
Community Identification N° 0465 


Grants: 
Manufacturer 


EU TYPE-EXAMINATION CERTIFICATE MODULE B 


N° F-153-01779-19 


for the following model of Personal Protective Equipment: 


Design/ Article: Knee-height boot art. PRIMO 800 
Category of PPE: |I 
Additional requirements: S5 M SRC 


safety footwear for professional use according to harmonized standard (*) 
EN ISO 20345:2011 


Picture of the basic model 


First issue date: 08/03/2019 
Revision date: 
Expiry date: 08/03/2024 
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A.N.C.I. Servizi s.r.l. a socio unico 

CIMAC Laboratories 

CF e PIVA 07199040150 — REG. Imprese n° 229059 Trib. Di Milano — REA n° 1147818 

Tel. 0381.84722 — Fax. 0381.73393 — email: info@cimac.it — web: www.cimac.it 

Sede Legale: Sede Operativa: Sede Operativa: 

Via Alberto Riva Villasanta, 3 C.so Giacomo Brodolini, 19 Via Aguzzafame, 60/b 
20145 Milano - ITALY 27029 Vigevano (PV) - ITALY 27029 Vigevano (PV) - ITALY 


AXRock Fall? 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL RF210 Swill 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II and, 
where such is the case, with the national standard transposing the union 
harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: ANCI Servizi Srl, 20145 Milano, Via Alberto Riva 
Villasanta,3 Italy. Notified Body 0465. who performed the Eu type examination (Module B) 
and issued the EU type -examination certificate: F-153-01779-19 


The PPE is subject to the procedure set out in Module B of the PPE Regulation EU 
2016/425 under the supervision of the notified body: 


ANCI Servizi Srl, 20145 Milano, Via Alberto Riva Villasanta,3 Italy. Notified Body 0465 


I ve? 


Signature: Position: Director Date: 1/07/2019 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


